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CARE OF UNIT 

You will need to clean your unit occasionally, 
use the following steps to ensure safe 
and thorough cleaning. 

Remove the transformer plug 5 from 
the wall outlet. Failure to unplug your 
unit prior to cleaning may result in 
electrical shock or electrocution. 
Remove the cord 4 from the base 
lining 2. Remove the unit cover 6. Set 
aside all toothbrushes. Slowly remove 
the unit core 1 from the base 
lining 2. Set the core down gently to 
avoid damage to the ultra-violet 
bulb 3. Carefully place the unit 
dishwasher, or you may wash them 
with warm, soapy water. Then rinse 
and dry. 

Gently wipe the unit core 1 clean with 
a soft, wet cloth. NEVER immerse 
the unit core in water or other liquid. 
Damage, malfunction, electrical shock 
or electrocution may result. 

Be sure all parts are thoroughly dry 
prior to re-assembly. 

Gently slide the unit core 1 back into 
the base lining 2. Turn the unit 
core 1 so the socket for the transformer 
cord 4 is correctly aligned in the base 
lining's 2 Return the brushes to the 
unit. Plug the transformer 5 into the 
wall outlet. Be sure the wall switch 
is on, if necessary. 

Replace the unit cover 6. In approximately one minute 
the blue light panel will turn on, indicating your unit 
has begun sanitizing. 



MAINTENANCE OF UNIT 

The Emjoi Dentapure comes equipped with everything 
necessary to operate. The average life of each ultra- 
violet germicidal light bulb is 1,000 hours. However, 
should you accidentally break or damage your bulb, 
replacement bulbs may be purchased through your retailer 
or distributor. 




TROUBLE SHOOTING 

Placing the unit cover on will activate the ultra-violet 
germicidal light bulb. Remember, there is an approximate 
one minute safety delay each time the cover is put back 
on the unit (to prevent any accidental exposure to the 
ultra-violet light). Should you find the unit's blue light 
panel is not turning on, check the following: 

Is the wall outlet switch turned on? 

Is the transformer snugly plugged into the wall outlet? 

Is the unit cover on correctly? 

Did you allow for the two-minute safety delay before 
checking the blue light panel? 

Unit still not working? You may need to replace the ultra- 
violet light bulb (see "Maintenance of Unit" section). 
When replacing the ultra-violet light bulb, be certain the 
unit is unplugged to prevent electric shock or electrocution. 

Unit still now working? Please return it to the retailer 
or distributor for examination and possible repair 
(see "Warranty" section). 



EXCLUSIVE WARRANTY 

The retailer or distributor warrants to the original purchaser 
of this unit that it is free from defects in materials and 
workmanship for a period of one year from the date of 
purchase. If, within one year of purchase, this unit proves 
to be defective, return it postage prepaid to retailer or 
distributor for repair or replacement at no charge. Please 
use insured Parcel Post when returning a unit for 
examination or servicing by retailer or distributor. This 
warranty gives you specific legal rights and you may 
also have other rights that vary from state to state. 

TO THE EXTENT PERMITTED BY LAW, WE 
DISCLAIMS ANY AND ALL IMPLIED WARRANTIES 
IN CONNECTION WITH THE UNIT AND SHALL 
NOT BE RESPONSIBLE FOR ANY INCIDENTAL OR 
PERSON OR PROPERTY, AIRSING FROM THE USE 
OF THE UNIT. SOME STATES DO NOT ALLOW THE 
EXCLUSION OR LIMITATION OF INCIDENTAL OR 
CONSEQUENTIAL DAMAGES, SO THE ABOVE 
LIMITATION OR EXCLUSION MAY NOT APPLY 
TO YOU. 
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INSTRUCTIONS FOR USE 

IMPORTANT SAFEGUARDS: 

When using electrical products, especially when children 
are present, basic safety precautions should always be 
followed, including the following: 

Read all instructions before using. 

DANGER to reduce the risk of electrocution: 

1. Do not place the unit in, or drop it into, water or any 
other liquid. 

2. Do not reach for the unit if it has fallen into the water. 
Carefully unplug the unit immediately. 

3. Do not use the unit while bathing or taking a shower. 

4. Do not place or store the unit where it can fall or be 
pulled into a tub or sink. 

WARNING to reduce the risk of burns, electrocution, 
fire or injury to person: 

1. Instruct and supervise children in the proper use of the 
unit. 

2. Use the unit only for its intended use. The unit is for 
toothbrush sanitization only. Do not place any other 
objects in the unit. Do not place more than one toothbrush 
in each holding slot. 

3. Never operate the unit if it has a damaged cord or plug, 
if it is not working properly, if it has been dropped or 
damaged, dropped into water or if the ultra-violet light 
remains on even after the cover to the unit has been 
opened. Return this unit to your retailer or distributor 
for examination and possible repair if any of these events 
occur. (See "User instructions" and "Warranty" sections.) 

4. Keep the cord away from heated surfaces. 

5. Do not use outdoors or operate where aerosol (spray) 
products are being heavily used or where oxygen is being 
administered. 



SAVE THESE INSTRUCTIONS 

Before Using 

To fully understand the benefits of your Emjoi Dentapure 
Toothbrush Sanitizer, please take a few moments to read 
the operating instructions in this booklet. Correct use 
of this unit will help ensure you of trouble-free service. 

Benefits 



The Emjoi Dentapure is designed to enhance your total 
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health and well being. Studies have linked illness and 
re-infection to the use of unsanitary toothbrushes. Proper 
use and care of this unit may greatly reduce the quantity 
of harmful bacteria found on your toothbrush. We believes 
that the combination of ultra-violet germicidal light and 
a sanitized storage unit make the Emjoi Dentapure an 
effective tool in reducing the number of infectious 
toothbrush bacteria otherwise found on your toothbrush. 

The Emjoi Dentapure is recommended for most types 
of toothbrushes that may be comfortably positioned into 
a holding slot of the unit (conventional, electric, natural 
bristle or nylon bristle). 



USER INSTRUCTIONS 

Remove unit cover 1. Plug the unit 
transformer 6 into any standard electrical 
outlet. If the outlet is controlled by a wall 
switch, be sure it is turned on. Plug the 
cord 8 into the socket at the bottom of 
the base lining 2. Care should be taken 
not to allow the cord 8 to fall in places 
where it may come into contact with 
water. 

Place your toothbrush into one of holding 
slots 5. IMPORTANT: Be sure you shake 
off any excess liquid from your 
toothbrush before placing it in the holding 
slot. To avoid possible damage, 
malfunction or injury, never place more 
than one toothbrush in each holding slot. 
The bristle head 7 must be facing the 
center (bulb) 3 of the unit to ensure 
maximum sanitizing. 

Replace unit cover 1. In approximately one minute the 
blue light panel 4 in the front of your unit will turn on. 
This means the unit's ultra-violet germicidal light 3 has 
begun sanitizing. The ultra-violet light will automatically 
shut off each time the unit cover is removed. This is to 
protect you from any accidental exposure to the ultra- 
violet light. If the ultra-violet light remains on after the 
cover is removed, unplug your unit and return it to your 
retailer or distributor for examination (see "Warranty" 
section). 

When the blue light panel 4 shuts off, your toothbrush 
is ready for use. To allow for proper exposure to the ultra- 
violet light, be sure the unit cover 1 is kept on at all 
times. To provide periodic sanitizing for your toothbrush, 
be sure your unit is plugged in at all times. The Emjoi 





Dentapure is designed to sanitize automatically 
approximately three minutes every 1/2 hour to provide 
constant sanitization. 



WALL MOUNT OF UNIT 

The Emjoi Dentapure may be used on most ordinary 
countertop surfaces, or may be wall mounted. You 
will find the necessary items for wall mounting your 
unit included inside the packaging. 

To wall mount your unit, please 
follow the instructions below: 

For Tile or Specialty Wall 
Surfaces: 

Remove the bracket 1, screws 
2, plastic anchors 3 and tape 
strip 4 from the plastic pouch. 
Discard the screws 2 and plastic 
anchors 3. Make sure the wall 
surface is free from any dirt, 
grease or soap film. (Rubbing 
alcohol removes soap film.) 
Removes one of the paper covers 
from the tape strip 4. 

Position the exposed sticky side 
of the tape strip onto the BACK 
of the bracket 1. Remove the 
remaining paper cover from the 
tape strip 4. Position the back 
of the bracket 1 onto the wall 
(curved end up, three-pronged 
end down) and press. Slide your 
unit onto the bracket, being 
careful to align all corresponding 
slot openings. Your unit is now 
ready for use. 

For Regular Wall Surfaces: 

Remove the bracket 1, screws 2, (plactic anchors 3 
plastic anchors are included for use at your discretion) 
and tape strip 4 from the plastic pouch. Discard the 
tape strip 4. Position the back of the bracket onto 
the wall (curved end up, three-pronged end down). 
With a screwdriver, insert each screw 2 and tighten 
until they are flush with the surface of the bracket 
1. Slide the unit onto the bracket, being careful to 
align all corresponding slot openings. Your unit is 
now ready for use. 




